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(7 ' Henry Ca orniſh, Eſq; 1 i 
FOR: =! 

| Conſp) piring the Death of King 1 

| 7141 the II. Oc. 


On Pretence of letting the Fact in 2 
015 true Light. 
WHEREIN 


The real Cauſes of that Geèntleman's 


being put to Death, are made evident front 
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EMARKS on the reprint- 
ed Tryal of Alderman Cor- 


2 


ui, Sc. 


HE Publiſhers of the Act of Parlia- 

ment, in the firſt Lear of the late 

_ King William and Queen Mary, for 

E reverſing the Attainder of Henry Cor- 
, Eſq; late Alderman of the City of Lon- 
Wn, ſeem d to ſuſpect (and not without Rea- 
pn) That the reprinting of his Tryal, was 
Fith no Deſign to favour the Memory of that 
Forthy Martyr for Engliſh Liberties 5 but ra- 
ner tofaſten the Charge of Treaſon, for which 

> was cut off, upon himſelf, and the Party 
= ho join'd with him, in Defence of our Con- 
tution; and by Conſequence, to fix the ſame 


Wander upon thoſe, who were the happy In- 
Fuments of delivering us from the Tyranny 
the late King James; in whoſe Reign, the 
Iderman fell, | | 
Whatever there be in that, tis certain, that 
oſe who were for reprinting His Tryal upon 
Bat View, have come ſhort of their Aim: For 


> Tryal (as they have publiſh'd it) does ful- 
juſtify the Truth OR Facts, upon which 
£ 2 the 


64) 
the Parliament in 1688. proceeded to reverſe 
the Attainder above-mention'd, vis. 

* 'That the Alderman being indicted of high 
* 'Treafon,upon Pretence, That knowing James, 
* hte Duke of Monmouth, William Ruſſel, Elqs 
* and Sir Thomas Armſtrong, to be Traytors, 
* and to have conſpir'd the Death of the late 
* king Charles the II. he promis'd to be aſliſt- 
* ing to them in ſuch Treaſons, to bring them 
to Effect. And being thereupon arraign'd at 8 
«the Seflions-Houle in the Ol4-Baily, the 19th i 
Day of Ofober 1685. Altho he was commit- 
* ed for the ſaid pretended Treaſon, but the 
* 13th of the ſame October, and had Notice of 
his Tryal the 17th of the ſaid Ofober, and 
vas kept cloſe.Priſoner from the Time of his 
* Commitment, to the Time of his Tryal, and 
could not poſſibly, therefore, prepare himſelf 
© for his Defence; neither would the Court 
© which try'd him, give him any longer Time 
to prepare himſelf for his Tryal, altho' hell 
preſs'd for a longer Time, having a material 
* Witneſs to ſend for, who was not then ini 
* Town, and was above 140 Miles off. (a) 
\ And having pleaded not guilty to the Indict- 

1 ment, he was preſently try'd and convicted 
| © on the ſingle Evidence of Colonel Rumey, 
= © who {wore the Priſoner was in the Room at 


* 
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(a) The Truth of all this, appears by the reprinted Trya 
Page 1, 2, 3, 4, 7, d, 9, 10, He * 


on 


| E 
one Mr. Sheppard's Houſe, in Company of 


© the Duke of Monmouth, the Lord Risſſel, the 
Lord Grey, Sir Thomas Armſtrong, Mr. Fer- 
N Agb, Mr. Sheppard, and the Witneſs, when 
a Paper was read; the Contents whercof, were 
* 4 Complaint of the Miſgovernment of! King 
Oharles the II. and declaring for Liberty of 
of Conſcience ; and that all thoſe who would 
„ aſſiſt in that Inſurrection, that had Lands of 
the Church, or of the King s in the late Wars, 
J ſhould have them reſtor d; to which Paper, 
as the Witneſs ſwore, the Priſoner expreſs'd 
his Liking. (5) Whereas the faid Rnmnſey, 
. own'd, when he gave his Evidence, that 4 
did not hear all the Paper read, nor did take 
great Notice of it, and therefore was not a 
, $4. re Witneſs of the Contents of the Pa- 
(c) And whereas the ſaid Colonel Rrm- 
. had, in the Lord Rufjel's Tryal, expreſs- 
© ly ſworn, That he was not inthe Room when 
the ſaid pretended Paper was read. (4) And 
$ © whereas Colonel Ramſcy, in the ſame Lord 
Kiels Tryal, expreſsly mentions the Names 
« of all the Festen in t he laid * in the 
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1G) Forthe? the Truth of this, ſee the 152 Page 14, 15, 16, 
1J, 18, 
(e) For ze Truth of this, ſee the Tryal, page 14, near the 
End ; and the Tryals of Waloot, &c. Page 39+ 
(© See the Tryal, Page 36. | | 
A-3 « ſaid 
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(5). 
* ſaid Mr. Sheppard's Houſe, whereof the ſaid 
* Henry Corniſh was none. (e) And whereas 
Mr. Sheppard, whom Rumſey, in his Evidence, 
© own'd to be in the Room, when the ſaid pre- 
* tended Paper was read, expreſsly teſtity'd, 
* That the ſaid Henry Corniſh was not in the 
* Room at the reading the ſaid pretended Pa- 
per. ( Forall which Reaſons, at the hum- 
ble Petition and Requeſt of Elizabeth Corniſb, 
Widow and Relict, and Henry Corniſb, eldeſt 
Son of the ſaid Henry Corniſb; be it enacted, | 
by the King and Queen's moſt Excellent Ma- 
© jeſties, G c. ——— That the Conviction 
and Attainder of the ſaid Henry Corniſh, de- 
* ceas'd, for high Treaſon, be hereby revers'd, 
* a:inull'd, and made void, to all Intents and 
* Purpoſes whatſoever. | 2 
Since the reſtleſs Abettors of arbitrary Pow- 
er go on in their uſual Method, to ſlander the 
Memory of that worthy Alderman, and thoſe 
who join d with him in Defence of Engliſb Li- 
berties ; it is thought fit to ſubjoin x x far- 


ther Remarks, for ſetting that Matter ſtill in 
a clearer Light, 

From the Time of the Diſcovery of the Po- 
piſh Plot, the then Courts, and ſuch as were 
joyn'd with them in the Conſpiracy againſt our 
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(e) For the Truth of this, ſee the Tryals of Walcott, Hone, 
Lord Ruſſel, Rous, and Blagg, Printed for Royſton, Took, and 
Mearn, 1683. Page 38, 39. | 

Y dSee he | 


Pryal, Page 53. 


Con- 


9.) 
ſaid W Conſtitution, employ'd themſelves to ſhift off 
reas the Plot from the Papiſts upon the Proteſtants. 
ce At which the honourable City of London took 
pre- the Alarm in a very particular Manner; aud 
yd, Nnowing well, that the Security of our Lives, 
the WLiberties, and Eſtates againſt arbitrary At- 
Pa. Micmpts, lay in Tryals by Jurics, the Citizens 
1m- | 1 themſelves how to ſecure ſuch Ju- 
1b, ies, as were ſubſtantial and honeſt; and 
Tf nowing that this could not be done, except 
ed, ny had honeſt Sheriffs, they elected Mr. Be- 
a. be! and Mr. Corniſo to ſerve in that Office, in 
ion 680. And next Year, they choſe Mr. P:Iking- 
de- en and Mr. Shute into the ſame Office. By 
sd. his Means, the Deſign of the Court to mur— 
inder Proteſtants, under Colour of Law, was 
efeated, until the ancient Right of the Citi- 
w. cus to elect their Sheriffs was raviſh'd from 
5, hem, in 1682. 
oſe The honeſt Endeavours of the Sheriffs, Be- 
LI bel and Corniſh, to have Fitg-Harris's Sham- 
ar- Plot truly ſearch'd into, did alſo contribute to 
bring the Indignation ef the Court upon them + 
rhich was much heighten'd afterwards, by 
heir oppoſing a Qu Marranto, brought by the 
ourtiers againſt the City-Charter. | 
Thoſe worthy Gentlemen giving new Proofs 
f their Zcal for our Conſtitution, by voting 
Hor the Election of Sheriffs in 1682, the Court 
Falld it a Riot; for which, thoſe two Gentle- 
Wnen, and others, were brought to Tryal, and. 
9 4 con- 


( 0 
convicted by a packd Jury, whereof ſome of 
the true Rioters were Members ; and upon this 
Conviction, Mr. Bethel and Mr. Corniſh were 
extravagantly find. Mr. Bethel, after two 
Years Imprifonment, pay d his Fine, and left 
the Kingdom ; but Mr, Corniſbo, truſting to his 
Own Innocence, tho' he was forewarn'd of rhe 
Deſign againſt kim, did not make Uſe of the {4 
like Precaution; and was thereupon ſeiz d, 
and brought to his Tryal for High Treafon, 
and condemn'd, as above-mention d. 
To make the Matters of F act, as to the In- 
dignation of the then Court againſt Mr. Cor- 
niſv evident, we ſhall take the Things, as they 
WIPE d in Order of Time. And, | 
That they were incens d againſt Mr. Cor-W 
n 10 becauſe he had fearch'd into Fitz-Harris's 
Sham- Plot. We refer to Fitz-Harris's Tryal, 
in 1681. where it appears, that Mr. Corniſo 
deliver d upon Oath in Court, That King 
* Charles the II. told him, the ſaid Corniſh, r 
* when he inform'd his Majeſty, that he had JW 
been with Fitz-Harris , in Newgate, and 
found him inclinable to a Diſcovery. His 
* Majeſty told him, the ſaid Corniſh, that his 
* Majeſty had often examin'd Fit g- Harris, 
+ and could make nothing of what he ſaid : But 
* becauſe of the ſaid Fits-Harris's great Pro- 
f reſtations of Zeal for his Majeſty's Service, 
hie Majeſty did countenance the ſaid Eitz- 
' Harris, aud give him ſome- Money. Upon 
* which 


(s) 
which Mr. Attorney ſeeming to be ſurpriz d, 
aſk d Mr, Sheriff Corniſb, if ever the King de- 
clar'd to him, the ſaid Corniſh, that he had 
ſeen Mr. Firz-Harris, or that he was ever in 

his Preſence ? To which Mr. Corniſh reply'd 
bn the Affirmative, and told Mr, Attorney, 
his Majeſty acquainted him, the ſaid Corniſh, 
hat the ſaid Mr. Fitg-Harris had come to 
is Majeſty three Months before, and pre- 

N ended he would diſcover a great Plot to 

him. Ry 

W 2. That Mr. Corniſb's Zeal, in appearing for 


5 


Ne Right of the Citizens to elect their Sheriffs, 


Wcensd the Court againſt him, is evident, 
om the Tryal betwixt Sir William Pritchard, 
Iderman of London, and Thomas Papillon, Eſq; 
F Guild-hall, upon the 6th of November 1684. 
herein it appears, that Mr. Criſp, the Com- 
Won Serjeant,. aiming at Alderman Corniſh, 
Wtcrrogated Mr. Brome, who were preſent at 
Be Meeting, when the arreſting the Mayor 
Nas agreed upon? And Mr. Brome having 
md two or three, the Common Serjeant far- 
er preſs'd him to name others; and then the 
Whict Juſtice explain'd the Common Serjcant's 
Weaning, by demanding whether Mr. Corniſh 
Was there? (g). Alderman Corniſh, and 
Wir. Serjeant teſtify'd, that Mr. Papillon and, 
Hr. Du Bois being at the Alderman's Houle, 
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(4) See Tryal betwixt P ritc hard and Pipillon, p. 15. h ; 
| | their 


(10) 
their Attorney came to them, and told the 
that he had addreſs'd himſelf, from Time t 
Time to my Lord Mayor, to get him to gin 
an Appearance; but he would not. And tha 
thereupon they told him, it was fit the Mat 
ter ſhould be brought to an Iſſue z and order WM 
him to get an Appearance, if he could; and ti 
remember, that the Lord Mayor was the chil 
Magiſtrate of the City, and that he ſhould carl 
ry 1t with all imaginable Reſpect and Regard tc 
him. Ch) | 
Upon this, the Chief Juſtice, and Attorney 
General, made extravagant Excurſions uporlih, 
Alderman Corniſh, with abundance of imper 
tinent Queſtions. At the ſame- Time, ef: 
73s told him, that he had as much Cauſe 2 
any Man to remember the Manner of his own 
being choſen Sheriff, for ſeveral Reaſons that 
be knew : Which was a plain Indication of. the 
early Deſigns the Court had againſt Mr. Cr 
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. niſh ; ſince Fefferzs added, That be only a ỹꝗ 
Things by the By, to ſatisfy the World what 
Sort of Men theſe are, that pretend to Saintſbip 
And ſaid , with his uſual bluſtering Impu- 
dence, Do you think the Government will 2 
ever ſuffer it ſelf to be ſnivell'd at, and over-i 
* thrown by a Company of ſuch whining Fel- 
© lows ?2 ——— Do you think to ſham Peo-l 
ple into Offices? No, I tell you, Villain) 
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(9) Ibid, p. 15,16. 


C43) 


was the Foundation of it, and Knavery the 
Superſtructure either Bethel, nor that 
eery Fellow that ſtands there, Corniſb, would 
aßziave taken the Oath and Sacrament, till 
they found it would contribute to the De- 
gn of ſubverting the Government; then 
Aheſe Raſcals would qualify themſelves for 
Ic Wn Office, only to put the Kingdom into a 
Ig lame. (i) 

lt is proper to oblerve here, that at the ſaid 
Wryal Mr. Gilbert Nelſon declar'd, that upon 
Yee the Majority was for Mr. Papillon and 
bd Mr. Du Bois; and that upon caſting up 
e Poll-Books, Mr. Papi//on had the greateſt 
<Mumber. And Mr. Wightman teſtify'd, that 
ak F on caſting up the Poll-Books, there were 
oo and odd for Mr. Papillon and Mr. Dr: 
api. Mr. Leonard, afterwards Sir Leo- 
18rd Robinſon, did allo declare, that upon the 
ew, the Majority was much greater tor 
r. Papillon and Du Bois, than for the other 
gd the Sheriffs declar'd it accordingly. And 


poll being demanded, and granted, after it 
rd upon the Huſtings, that Mr. Papillon and 


, 
e 
Is 


. clos d in the Evening, the Sheriffs de- 

W- 

rr. Du Bois had above 2000, and Mr. North 

d Mr. Box were ſome Hundreds under. ( 
Mr. Baker did alſo teſtify, that the Action 

inſt the then Lord Mayor, was brought by 


: 7 ) Ib. Page 17, 18. 8 
) Ib, Page 19. 20. 
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Lord Chief Juſtice Fefſerys came to ſumin u 


( 12 ) 
the Advice of Mr, Wallas, Mr. Pollexfen, an 
Mr. Thomſon. 

But notwithſtanding all this, when th 
the Evidence, he diſcharg'd his Spleen in a . 
rulent Manner againſt Mr, Papillon and Mrs In 
Bois; aud 1 againſt Mr. Corniſhſ 
ris: « Alack-a-day ! (as Mr. Pilkington (aid) 

am for the Preſervation of the Liberties an 
Properties of the Subject; but I find the Cit 
js ſtrangely run down in their Rights and Pri 
* vileges. Iwill rather take a troubleſom OF 
« tice, than let all run thus; and immediatel 1 
© tots himſelf a Cack-3-hoop, as if there werf 
© none to take Care of the City but himſelf. * 
He, and Mr. Bethel, Forſooth, are the oni 
« Men of the Time: The Men, Men for the Ll 

<berty oftheSubject, andtheRights oftheCity 0 

But how little Juſtice this Slanderer had of 
his Side, and how much the Liberty of the Cit; 
were invaded, will appear by the followin 
Account of the Poll, when Sir liam Fenn bark 
came to Le Lord May or. 

Sir Thoms Gold had 2257 Votes. 

Alderman Corniſu,. — 2227 

Sir Fillion Prichard 2144. l 

Sir Henry Tilſe 236. — 

t appears farther, that Mr. C orniſh's havin? 
been Sheriff himſelf, and ſtanding up for th: 
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Rights 


1 

zhts of the City, in electing thoſe that fol- 
w'd him in that Office, was at the Bottom 
all the Rage aud Malice of the Court, and 
eir Tools againſt him, by Mr. Juſtice Vi- 
ens's upbraiding him in Paſſion with it at 
s Tryal, thus: And 1 cell you, Mr. Cornith, 
Jat (meaning his being concern'd in proſecu- 
g Sir William Pritchard) was a Branch of 7 the 
Plot. (in) Take that from me. 

Ihe Lord Chief ſuſtice Zefferys was ſo weak, 
W to diſcover the true Cauſe of the Rage of the 
ö Wourt againſt Mr. Cornib, was his having been 
heriff, and returning honeſt Juries, that would 
ot murder our beſt Patriots, under Colour of 
aw. For at Mr. Papilton's' Tryal, he blu- 
er d out thus. Men that are taken Notice 
Jof to be common Reproaches to the Govern- 
ment under which they live, thall get into 
Office, to make Ignoramus Juries, Oc. 
and that he would have Mr. Corniſh to conſi- 
der, whether ever, till that Time of famous, 
Por rather infamous Memot y, that he and his 


. Fellow- Sheriff, Mr. Bethel, came into that 


i 


1 


.- 


1 
74 


Office, there were ever in London, {uch Things 
as Tavern-Returns of Juries, or Clans and 
Cabals how to pack Fellows together for 
ſuch wicked Purpoſes as theſe. (7) 

Nor ought it to paſs unobſery'd, That Oc- 
caſional Conformity was a mighty Grievance 


1 
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(my Ser Mr. EorniÞs Tryal, Page 24. | | 4 
| 0 1) Papillon's Tryal, Page 22, 29. | 


( 14 ) 


in the Eyes of Teffergs, and all the. reſt of the 


5 bloody Faction, and Court- Tools in thoſe Days, 


as well as it is now, in the Eyes of our pre- 


ſent High- flyers, who would have no Men of 


moderate Principles,* in Places of Power and 
Truſt, to {ſtand in the Way of their tyrannical 8 
and arbitrary Deſigns. Thus Feferys rail'd at 
Mr. Corniſh, Mr. Papillon, &c. in his Billingſ. 


gate Dia lect, and told them, © They were Fellows 


obnoxious to the Government, known Dis- 


* ſenters from the eſtablyh'd Worſhip, and that r 


never thought of conforming to the Govern-W 
ment, or the Laws Civil or Eccleſiaſtical, or 


comply ing with the Church, but only to ca-. 


* pacitate them to deſtroy it. (o) 


And that this Malice againſf him, on the Wc 


Account of his Occaſional Conformity, purſu'd - 
him to the very Death, is evident from his 
Tryal. Nor could his conſtant Communion i 
afterwards, tho' atteſted by his Pariſh Mini- 
fter, Dr. Calamy, attone ſor his having been 
formerly a Diſſenter, and Occaſional Commu- 
nicant; for which the Lord Chief Juſtice Jones, WW 
and Mr. Juſtice Vithins reflected on him, in a 

very uncharitable Manner. (y) By alt which 
tis evident, That thoſe high-flying Gentlemen 


are of the {ame Spirit with the French Perſecu- 


tors, who can never be reconcil'd to the New 
Converts, nor entertain a good Opinion of em. 


— 7 2 — — — at 


(o) Pipillon's Tryal, ib. 
(D Reprinted Tryal, Page 40, and 46. 


The 


1 
The next Thing we ſhall take Notice of, is, 
e Inconſiſtency betwixt what Colonel Rum- 


at he ſwore at the Tryal of Mr. Corniſb. 
the Tryal of the former, when Mr. Attor- 


Vas at Mr, Sheppard's about a Declaration? 
Sc Colonel anſwer'd, I am not certain whetber 
hear ſomething about a Declaration there, or 


Wy, that they had debated it. And that this 
not a Slip of Colonel Rumſey's Memory, 
t his poſitive Oath, is evident, from my Lord 
bl ief Juſtice's Saying upon it, We muſt do the 
aer that Right, he ſays, He cannot tell 
et ber he hadit from himor Mr. Ferguſon. (9) 

Let, at Mr. Corniſos Tryal, Colonel Rum 
ſwore poſitively, That when Alderman Cor- 
W came to Mr. Sheppards, Mr. Ferguſon read 
Declaration to the {aid Mr. Coruiſo, that 
r. Sheppard held the Candle while Ferguſon 
8 itz.and that when he had done reading, 
F. Corniſh was aſl d, how he lik d the ſaid De- 
Pration? And anſwer d, He lił d it very well. 


d he had ſworn at my Lord Ruſſel's Tryal, 
was not certain, whether he had heard a- 
Diſcourſe about it ; yet now he pretends to 
e the Contents of it, tho immediately after, 
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q) See Tryal of Walcott, e. Page 37.5 ; 
| | he 


{wore at the Tryal of the Lord Ruſſel, with 


aſk'd him, if there was any Diſcourle while 


&: My. Ferguſon did & ro it tomy Lord Shafti- 


Ry, Remſey was ſo politive in it then, that 
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ESO 
he ſays, he did not heat all the Paper, nor tak 
any great Notice Fit. (r) 

It 13 alſo obſervable, That the Court was ve 
ry unwilling to admit Mr. Sheppard, as an E. 
vidence for Alderman Corniſh, to confront Run. 
fey; and that when Mr. Sheppard came into 
Court, he ſwore poſitively, That there was n 
Paper read to Alderman Corniſh, and gives hi, 
Reaſon for it, thus; Forgbe was not loo d up. 
on to be one of the Company. () 

Colonel Rumſey's forſwearing himſelf as to 
the Declaration, is yet more evident, by ſwear: 
ing poſitively at the Lord Riſſels Tryal, That 
the- Declaration was read before he came in- 
to the Room. For when Mr. Sheppard, upon 
being aſk'd who were preſent at reading the 
Declaration? Anſwer'd, That it was ſhewn to 
the Duke of Monmouth, Sir Thomas Arm. 
ſtrong, &c. and that he thought Colonel Rum- 
ſey was alſo preſent, Colonel Rumſey re- 
ply'd, No, I was not; it was done before | 
came. (t) 7 

Tho this was ſo plain a Proof of the Co- 
lonel's Perjury, yet the Court would not 
atlow the Tryal, tho printed by Authority, 
to be produc'd in Court, as a Proof of it. 
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(r) See reprinted Tryal, Page 14. 
(s) See rerpinted Tryal, Page 53. 
(:) See Eryal of Falcort, Lord Ruſſel, &c. Page qr. 


( 17) 

Another Proof of Ramſey's Perjury, is his 
ſwearing poſitively at Mr. Gornzſh's Tryal, That 
Mr. Corniſh did ſay, He did like the Declara- 
tion; and with the (mall Intereſt he had would 
appear to back it, or Words to that purpoſe. 
[Reprinted Tryal, p. 15.1 

His Perjury is further evident, by Mr. Shep- 

herds Depoſition at the Lord Ruſſel's Tryal, 
That the Declaration was a pretty large Paper, 
ſetting forth the Grievances of the Nation ; 
and at Mr. Corniſh's Tryal, That the ſaid Mr. 
Corniſh came to the Houſe to ſpeak a few words 
to the D. of Monmouth, or ſome other, and did 
not ſtay half a quarter of an Hour in the 
Houſe; that he, the ſaid Shepherd, came up 
ſtairs with Mr. Corniſh, and went out with 
him; and there was not one word read, and 
no Paper ſeen while Mr. Corniſh was there; 
and Mr. Shepherd cannot be ſuppos'd to have 
been guilty of a ſlip of Memory in this mat- 
ter as to Alderman Corniſh, ſince he came in 
with him, and went out with him; and is ſo 
particular as to the Circumſtances of reading 
the Declaration, viz. That Mr. Ferguſon when he 
went to read it, pull'd off his Shoe, and pull'd 
the Declaration out of it: Whereas Ramſey 
ſworę, That Mr. Ferguſon pull d out the De- 
claration out of his Boſom, and Mr. Shepherd 
held the Candle, while Mr. Ferguſon read it to 
Mr. Corniſh. [See L. Ruſſel's Tryal, p. 41. and 
Ar. Cornifh's repriuted Tryal, p. 52,53] 

| B | T. 
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Mr. Corniſh did alſo object againſt Rumſey's 
Evidence; That he declar'd upon his Oath, 
when he ſwore againſt my Ld. Ruſſel, that he had 
nothing elſe to ſwear againſt any Man, and of- 
fer d to produce it, if the Court would give 
time. | Reprinted Tryal, p. 27, 28.] But this 
was not granted. | 

It deſer ves likewiſe to be obſerv'd, That Col, 
Ramſey {wore at my Lord Ruſſel's Tryal, That 
he thought he himſelf was not above a quar- 
ter of an Hour at Mr. Shepherd's, and that he 
is very indiſtinct as to the Declaration; for 
when Sir George Jefferies ask d him, To, what 
purpoſe was the Declaration? The L. Chief 
Juſtice anſwered, as was mention d before, We 
muſt do the Priſoner that Right, he ſays, He 
cannot tell whether he had it from him, or Mr. 
Ferguſon 5 and when Mr. Attorney-General ask 
Mr. Ramſey again, Did you hear no Diſcourſe 
to what it tended > Rumſey gives a very im- 
pertinent Anſwer thus, My Lord, there was 
ſome Diſcourſe about ſeeing what poſture the 
Guards were in; which plainly thews that he 
was taught his Leſſon better afterwards. {Se 
L. Ruſlel's Tryal, p. 39. 

The next Witneſs call'd againſt Mr. Corniſi 
was Mr. Goodenoug h, and tho Mr. Corniſh made 
it evident by ſeveral Witneſſes that he had ve. 
ry much oppoſed Mr. Goodenough's being under 
Sheriff when he himſelf and Mr. Bethel were 
Sheriffs, and that it was with great — 


. 
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he admitted him to that Poſt, and therefore 
his Evidence Ilook'd like Malice, yet the Court 
would admit him as an Evidence, fo intent 
were they upon the Blocd of this worthy Pa- 
WW triot; this appears to a Demonſtration, for 
Mr. Gosfright depon'd upon Oath that Mr. (or- 
niſh had ſo bad an Opinion of Goodenough, that 
he was reſolv'd if Goodenough were Under-She- 
riff he would fine, and not hold, and told him 
the Reaſon why; he ſaid he was a Man that he 
would not truſt a Hair of his Head with, and 
he had no Knowledge he believ'd of the Buſi- 
neſs; and withal he told him he was a Man 
obnoxious to the Government; he was an ill 
Man, and had done ill things, and he would 
not truſt his Eſtate and his Reputation in the 
Hands of ſuch an Ulnder-Sherift, - See reprinted 
Tryal, p. 29, 30, 31. | 
It is further to be obſery'd; concerning Good- 
enough, that in order to make him capable of 
being a Witneſs that would Swear home, he 
was pardon'd for one Treaſon, for which he 
had been Outlaw'd,and ſtood under the awe of 
the guilt of. another. | S 
The next thing to be obſerv'd is, the inve- 
terate Malice of the Bench, againſt Mr Corniſh, 
towards whom they carried themſelves more 
like Parties and Accuſers, than Judges. This 
appears plain from the Reprinted Tryal ; the 
then Lord Mayor check'd him for demanding 
y what was Cuſtomary to Perſons in his Circum- 
Ns Pe B 2 ſtances 


620) 
ſtances, and told him, he muſt obſerve the 
Rulesof the Court. When Mr. Corniſh plead- 
ed that it was unreaſonable to have but half a 
days time to prepare for his Tryal, and have 
no Council allow'd him, the Recorder told 
hin, he onght not without the leave of the 
Cont, or his Majeity, nay, not fo much as to 
13ve 2 Friend come to im, nor a Copy of the 
Punnel, When Mr. Corniſh pleaded for time 
© prepare for his lryal and told them he un. 

derftood that his Majeſty had been grac ouſſy 
oleis'd to refer thoſe matters as to, his Try 
to the Judges, the Lord Chief Juſtice told 
him, it he would not plead, he would move WW 
the Court, to record his ſtanding mute. Re. © 
een Tryal. p 1.2, 3. | | 

Is is alſo evident, that the Court at Mhite. 
ball was reſolv'd to have this worthy Gentle. 
man's Life, and therefore, tho he had preſent: 
ed a Petition to the King, for time to prepare 
for his Tryal, Mr. Bridgman, who was on thy 
Bench, declar'd in Court, that the King ha! 
abſolutely refuſed it. Reprinted Tryal. p. 11. 

1 hus Mr. Corniſh was fore d to put himſel 
upon Tryal, without being allow'd time, Pen, 
Ink, or Paper, till the Saturday before, at 0 
a Clock at Night, tho his Tryal came ol 
the Monday following, nor was he allow'd 
Copy of the Pannel, till he came to the Bat, 
when the Jury was Sworn, as follows : 


y 
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; Thomas Rawlinſon. William Cloudſley. 
a Thomas Langham. Richard Holford. 
6 Ambroſe Iftead. William Lougboat. 
18 Tho. Pendleton. Stephen Coleman. 
e Von Grice. Robert Clavel 


Thomas Oneby, William Long. 


When the Alderman came upon his Tryal, 
and proteſted his Innocence, Mr. Attorney re- 


y ply.d with much bitterneſs, ſo was my Lord 
i] Wee! to his Death; Mr. Corniſh, do you re- 


member that? Try. p. 14. 
e When Mr. Corniſh declar d he was never at 
2 ir. Shepherds at any conſult in his Life, the 
Word Chief Juſtice repiy'd, more like an Ac- 
uſer than a Judge, pray Sir be not tranſport- 
d with Pathon, I doubt, before this time, 
otwithſtanding the Confidence you ſeem to 
ave, there are few, believe you as Innocent 
any Perfon preſent. Tryal. p. 17. | 
a When Mr. Gorziſh came to ask Queſtions of 
llonel Romſey, the Lord Chief Juſtice ſaid to 
r. Coruiſh with great bitterneſs, pray do not 
nter a long harangue, and Mr. Juſtice Le- 
ung told him you muſt not ſtand to dialogue 
etween one another, but ſpeak as we may 
ear you. Reprinted Tryal. p 18. 19. 
a When Mr. Corniſp came to ask Queſtions at 
i. Goodenoagh, the Lord Chief Juſtice Jones 
heck d him in Paſſion, and told him he ask d 
1 B3 Queſtions, 
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Queſtions, and anſwer'd them himſelf, and at 


the ſame time Mr. Juſtice Withins told him 
with great bitterneſs, that the Suit about the 
Rioters, concerning which Mr. Goodenoagh 
came to him, was a Branch of the Plot, fo 
ready was the Bench to call all Efforts for 
maintaining the Liberties of the City and Na- 
tion by that Name. Tyyal. p. 24. 

When Mr. Corniſh objected againſt Collonel 
Rumſey's Evidence, the Lord Chief Juſtice 


checked him, and told him, that to oppoſe 


confidence and very great aſſurance as he was in 
the Preſence of Almighty God, againſt expreſs 
Teſtimony, was the weakeſt Defence that could 


be, which confidering the manifeſt Perjury of 


the one Evidence, and the Malice of the other, 
was a plain Declaration hat the Court was re. 
ſolv d to condemn the Alderman, tho he ſhould 
appear ever ſo innocent. This was further 
evident by the Lord Chief Juſtice's repeating 
the Word Improbability three times in a Paſſ- 
on, Wien Mr. Corniſh inſiſted upon the Impro-W 
bability of the Evidence, conſidering that he 
the ſaid Corniſh had been three or four times in 
Priſon that Year, and might eaſily have with 
drawn out of the Nation, as others have doe. 
had he known himſelf to be guilty of whit 
was Sworn againſt him. Tryal. p. 27. 28. 
The Malice of the Bench was further ev! 
dent, That tho they could not but know tha! 
Coloncl Rumſey had ſworn contrary 4 
. or 


(23) 

Lord Ruſſels Trial to what he had ſworn in 
this, and tho Mr, Juſtice Withins did own 
that Rumſey had diſcover'd a great deal more, 
tho he had ſworn at my Lord Raſſels Trial 
that he had nothing elſe to ſwear againſt any 
Man than what he had ſworn at the ſaid Trial, 
yet they would admit him as a good Evidence. 
Tryal, p. 28, 29. ' 

The like Malice appear'd by their admitting 
of Goodenough's Evidence, and ailedging as a 
Reaſon for their ſo doing that Mr. Corniſh had 
admitted him to be Under-Sheriff, tho' he had 
made it plain by very good Evidence, as men- 
tion'd before, that he did not like Mr, Good- 
enough, becauſe he was an ill Man, and obnox- 
10us to the Government, and impos'd upon 
him by Mr. Bethels Obſtinacy. 

| Tryal, p. 30, 31: 
This 1s yet more plain by Mr. Gosfright's 
Evidence, that he believ'd the Animofities be- 
twixt Mr. Corniſh and Mr. Goodenough were fo 
great that he believ'd they were never reconci- 
led, for Corniſh had fo beſpaiter'd Goodenough, 
that he was ſo ill a Man, that he believ d Good- 
enough could never digeſt it well. 
Tryal, P. 32. 
Ihe Malice of the Bench againſt Mr. c orniſp 
in admitting Goodenough to be an Evidence is 
further manifeſt by this, That the Lord Chief 
Juſtice was againſt Mr. Corniſhs producing any 


other Evidence than Gosfright to prove his 
B 4 Averſion 
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Averſion to him, and tho that appeared plain 
enough, yet the Lord Chief Juſtice would 
needs infinuate, that after Mr. Goodenough was 
admitted Under-Sh:riff there was never an an-. 
ary Word betwixt them, and when Mr. Love 
did alſo teftify Mr. Gorniſh's Averſion to Mr. 
Goodenonugh, the Lord Chief Juſtice called it 
Impertinency; and when Mr. Jekil came to 
teſtify the ſame thing, and that Mr. Corniſh ex. 
cepted againſt Mr. Goodenough, becauſe he was 
obnoxious to the King and Government, Mr. 
Juſtice Vthkzns acted the Part rather of an E- 
vidence than of a Judge, and called Mr. 7ekyl a 
Limb of the Plot, as great a Rioter, and as 
hot as any of em; ſo that tho Mr. Corniſh ad. 
ded to what his Evidence had ſwore againſt 
Mr. Goodenough that he had private Covenants 
with Sheriff Bethel before he would admit 
Goodenough to be Under-Sherift, the Bench 
would take no notice of it, they were ſo intent 
upon Mr. Corniſh's Blood, that they were reſol- 
ved to condemn him upon Evidence that was 
plainly proved to be perjured and malicious. 
Tal p za, 33. 4% 35% 

When Mr. Corniſh came to call Evidence 
with reſpect to his Life and Converſation, the 
Lord Chief Juſtice Jones turned Evidence and 
Accuſer again, and told the Alderman in Paſſi 
on that his Life had not been in the Dark, and 
infinuated as much as if go Man in, London 
would atteſt Mr. Corniſps Loyalty, and 155 
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word the Bench ſlighted all the Evidence that 
Mr. Corniſh brought with reſpect to his Life 
and Converſation; and though it was as plain 
as Sunſhine that Colonel Rumſey had forſwore 
himſelf, yet the Lord Chief Juſtice inſinuated 
that it was very improbable that Ramſey and 
Goodenongh ſhould forſwear themſelves, and 
that Mr: Corniſh ſhould ſpeak the Truth. Try- 
al, p. 38, 39. 

1he Fool Chief Jultice's Malice did further 
appear in this, That hough he would take no 
notice of what | Mr. Corniſh S Evidence had ſwore 
as to his Loyalty, yet he greedily ſnatched at 
any thing which appeared to inſinuate the con- 
trary, though it was nothing but idle Talk, 
hecauſe of his being joyncd in the Sheriffalty 
with Mr. Bethel. Tryal. p. 40, 41. 

When the Lord Chief Juſtice ſummed up 
the Evidence he did it ſo indiſtinctly, that he 
ſeems to charge Mr. Corniſb with Mr. Good- 
enongh's part of the Pretended plot about ſeizing 
the Tower and the Magazine, and tacks Good- 
enough's own Story about that Vatter and vir 
Corniſh's Anſwer in ſuch a manner, as if he 
would have the Jury to believe that Mr. Corniſh 
approved. it, and promiſed to concur in it by 
ſaying, I will do what good | can, or all I can; 
though Mr, Goodenough's Evidence does not 
come up to that, for his Words are, Tryal, p. 
21. But ſays ] in the firft place the Tower ought 
ſo be ſeized, where the Magazine is, upon this he, 
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(Mr. Corniſh) made @ little Pauſe, and ſaid, | 
will do what I can. And Page 22 Goodenoagh va. 
Ties his own Words, and ſays he told Mr. Cor 
uiſp in the firſt place the Tower is to be ſeized, 
and is not poſitive as to Mr. Corniſh's Anſwer, 
but ſays it was, J will do what good I can, or 
what I can, to this purpoſe, 

It deſerves our Obſervation , that in this 
Point, there is a Contradiction between Rum. 
ſeys and Goodenough's Evidence: For Rumſey 
ſays, (7ryal pag. 14.) That Mr. Trenchard, who 
was to manage the Buſineſs of Taunton, had 
diſappointted them; by which tis plain, the 
Country was not ready; and yet (pag. 20.) Mr. 
Googenough makes Mr. Corniſh to ſay, I wonder 
the City is ſo unready, and the Country is fo 
ready: This Contradiction will appear fo 
much the more plain, when we conſider that 
at my Lord Ruſſels Tryal (pag. 40.) Col. 
Rumſey (were, That upon his acquainting the 
Earl of Shaftsbury that Mr. Trenchard had fail'd 
them, the Earl ſaid, he would be gone, and 
accordingly did go; which is a plain Proof, 
that the chief Aſſiſtance they expected from 
the Country, was by Mr. Trenchard's means; 
and that he having fail'd them, tis ftrange 
that Mr. Corniſh ſhould ſtill ſay, the Country 
was more ready than the City. 

The L. Chief Jullice's Malice againſt Mr. Cor. 
niſh appears further by this, That tho' it was 
early prov'd before kim, that Mr. Corniſh had 
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an utter Averſion to employ Mr. Goodenough as 
his Ander-Sheriff, yet he ſtill inſiſts upon it, 
(Tryal, p. 34.) as a Proof of Mr. Corniſhs Guilt, 
that Goodenough was his nder Sheriff; and ſays, 
How well he ſerv d him, and to what purpoſes, I 
believe, many of you very well Know Which was 
the part of an Evidence and an Accuſer, and 
not of a Judge. 

In the fame place, he again inſiſts upon the 


Credibility of Rumſey's and Goodenough's Evi- 


dence, without taking any notice of what Mr. 
Corniſhs Evidence had ſaid, or what had been 
ſaid by himſelf, to invalidate their Teſtimony. 
It is alſo obſervable, That the concluding 
Stroke againſt Mr. Coruiſh by the Eord Chief- 
Juſtice, is a Charge of his want of Sincerity, 
in conforming to the Church, and an Inſinua- 
tion, that Mr. Corniſy being Conſcious of his 
Guilt, conform'd to purge himſelf that way, 
and to gain a good Opinion of his Loyalty 
to the Government: fo that inſtead of acting 
the part of a Juſt and Impartial Judge upon 
Earth, he uſurpd the incommunicable Proper- 
ty of the Judge of all the Earth, who alone is ca- 
pable to judge of Mens Thoughts. (Tryal, p 45 ). 

| the malice of the Bench againſt the 
Priſoner appear'd further in this, that they 
were very averſe to Mr. Shepherd's being call'd, 
to confront Col. Rumſey; and when he was 
admitted as Evidence for Mr. Corniſh, they did 
all that was poſſible to poſſeſs the Jury with an 


Opi- 


(628) 
Opinion that Mr. Shepherd had been dealt with 
by Mr. Corniſh's Relations, to ſwear in direct 
oppolition to the Collonels Evidence; and tho 
no ſuch management appear d, yet contrary to 
all Senſe and Reaion, they would needs have 
it, that Mr. Shepherd's Evidence confirm'd that 
of Col. Ramſey, tho the contrary was plain, as has 
been obſcrv'd-before. (Tryal, from p. 5 o. to 59.) 
Me. Sollicitor-· O eneral endeavours to poſſeſs 
the Jury with an Opinion, that Mr. Shepherd 
declin d being an Evinence for the King in this 
Cauſe, but was a very willing, (or as Mr. Ju- 
ſtice Nit hkius exprelsd it, Tryal, p. 58.) a very 
forward Evidence for Mr. Corniſh. 


Mr. Solicitor, at the Cloſe of the Tryal, in Þ 


order to incenſe the Jary, did likewiſe charge 
him falſly, as if he had deny'd his being at Mr. 
Shepherd's Houle z pag. 59. whereas it is plain 
by IHal, p 17. that Mr. Coruiſh did not deny his 
being there; but that he did not remember 
his being there with my Lord Ruſſel; and pag. 


19. that he was never there at any Conſult: Y 


The Sollicitors unfair Dealing appears further 
by this, That he chargcs Mr. Shepherd with 
ſeeming to forget (Tryal, pag. 60.) ſome part of 
the Evidence, the Reading, the Declaration, 
and Holding the Candle; whereas it appears, 
from what has been faid already, that Mr. Shep- 
herd was ſo far from forgetting it, that he ſwore 
poſitively in direct oppoſition to Mr. Rumſe), 
upon tooſe tWwo Heads, as Mr. Rumſey had for- 
ng mer) 


| ( 29 ) 4 

merly done himſelf at the Lord Raſſels Tryal. 

Mr. Recorder, at the Concluſion of the 1ryal, 
happens unluckily to tell the true Cauſe of Mr. 
Corniſh's Periecution ; viz. That he and others 
did invade the Government, by packing of 
Juries, which, as we have heard before, was 
only his Care to return honeſt Juries, in order 
to prevent the cutting off the beſt rroteſtants 
and Patriots of the Nation by a Shadow of 
Law; and the Sollicitors Paſſion tranſported 
him fo far as to make him break out into 
down right Nonſenſe,” and charge Mr. Corniſh 
with looking pleaſantly, becauſe he had had 
no Favour ſhown him. Page 61. And he runs 


into the ſame falſe, Charge with MF. Sollicitor, 


that Mr. Shepherd had provd many things 
which Mr. Corniſh had ſolemnly deny'd. 

There are other Remarks which may be 
made on the whole. v/z. that it cannot but 
choke reaſon to think that Mr. Corniſh ſhould 
truſt Mr. Goodenough with his knowledge, or 


© Wh ſhare of a Conſpiracy of this Nature, conſider- 


ing how plainly it was proved, that he looked 
upon Mr. Goodenough to be fo ill a Man, and 
expreſt it ſo to others, that he would not truſt 
him with a Hair of his head, and that whenthe - 
was impoſed upon at laſt by his Fellow-Sher-. 

riff Mr. Bethel, to admit Mr. Goodenough as un- 
der Sherriff, yet he would not do it. without 
private Covenants from Mr. Bethel. wen. 
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Thie Remark appears to be ſo much the bet 
f - (wun ſedz that Mir: Gorfright depoſed upon 
Oath, that he believed the Animoſity betwixt 
Mr Corniſh and Mr Goodenough to be ſo great, that 
they were never reconciled, for Corniſh had fo 
beſpattered Goodenongh, as an ill man, that he 
believed Goodenough could never digeſt it well; 
this makes it highly improbable, that ever Mr. 
Corniſh could be fo weak, as to truſt a Man 
whom he had ſo much provoked, and whom 


he believed to be an ill Man, with a Secret of 


this nature, and that there was no great fami- 
liarity betwixt them, is plain enough from 
Mr. Corn:ſb's telling him in the face of the 
Court, that he was not converſant in his 
Houſe, and never in it but three times as he 
believed, which Mr. Goodenoagh did not deny, 
but rather ſeems to own, and very fairly tells 
him, Tryal p. 23. that he came to him about 
the buſineſs of the Riot, and never mentions 
his being with him afterwards, but only that 
Mr. Corneſh met him upon the Change, and 
asked him how things went, to which Mr. 
Goodenongh (Tryal, p. 22.) gave no other An- 
{wer but Well TA SE, 

And ſays the reaſon why he gave him that 
general Anſwer was, becauſe the Exchange was 
not a place to talk in, nor indeed can we ſup: 
poſe Mr. Corniſh to be ſo weak as to talk of a 
Plot upon the Exchange, had he really been in 
one. 
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It appears alſo by (Tryal p. 24.) that Mr. 
orniſb's Diſcourſe with Goodenough on the Ex- 
hange related to the Suit about the Riot, and 
he Bench was fo ſenſible of the probability of 
what My. Corniſh ſaid to Goodenough upon that 
Head, that Mr. Juſtice Mithius would needs 
bring in the Suit about the Riot by head and 
Shoulders, as a Branch of the Plot. And ir is 
evident from Goodenongh's own Words (Tryal. 
b. 29) that when he pretended to taik with 
Mr. Corniſh about ſeizing the Tower, that that 
- Deſiga was not then agreed upon by Goodenough 
n Wand the reſt of his Accompliccs, ſo that Mr. 
e N Corniſh could not be guilty of a Plot, that by 
s MGoodenough's own Confeſſion was not then a- 
e Merced upon; and indeed the only fair thing 
„ which the Lord Chief Juſtice ſeems to have 
s MWſaid during the Tryal, is that in ſumming up 
t the Evidence. p. 43. He ſays, that what Mr. 
s {MW Corniſh ſaid to Mr. Goodenough upon the 
t WW Change, is not ſo expreſly to be apply'd to 
the point in the Iadictment, which Confeſſion 
by my Lord Chief Juſtice, reduces all the 
ſtreſs of Mr. Goodenough's Evidence, to what 
he pretended to have paſs' d between him and 
the Alderman, in his own . Houſe, and how 
improbable that is we have already heard. 
Then as to Ramſey, it is evident from the 
Lord Ruſſels Tryal, p. 28. where Rumſey gives 
an account of the Perſons my Lord Shafts- 
bury told him were to meet at Mr. Shepherd's 
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and upon the falling of which, my Lord Shaft. 


der, that tho Mr. Ramſey and Mr. Corniſh were 


owns himſelf he never head him, ſpeak any 


r 
— —— 


19. Nor ought it to paſs without a Remark, 


of this Confeſſion by Collonel Ramſey,” that 
Mr. Juſtice Levin prevented the Aldermans 
asking any more Queſtions, and told him 
they muſt not ſtand to dialogue between one 


( 325) 
Nonſe, that Mr Corniſh was neither named by 
brad, nor the Collonel, and by Rumſey' 
0: Evidence appears, that the pretended 
lot was then laid aſide, for then he ſwear 
poſitively that the Perſons met at Mr. Shep. 
berds, gave him this Anſwer to return to my 
Lord Shaftsbary, that Mr. Trenchard had failed 
them, and there wou'd be no more done in 
the matter at that time. Mr. Ferguſon he ſays, 
did ſpeak moſt part of the Anſwer, and he 
thinks my Lord Gray ſaid ſomething to the 
{aid purpoſe. - 

Now how this is reconcilable with common 
Senſe, that Mr. Co niſh ſhould ſay, he would 
joyn that poor Intereſt he had, with a Delign 
that was laid afide or let fall for good and all, 


bury, as Rumſey ſays himſelf, left the Country, 
let any min judge. The inconſiſtency of this will 
appear ſo much the more plain, if we ' cont: 
fourteen Years Acquaintants, yet Mr. Rumſe 


thing about it before that time. Tryal. p. 18. 


that the Bench was fo ſenſible of the weigh: 


another. Tryai. p19. 
| ; 
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by It is likewiſe worth Obſervation, that the 
yo Ramſey had confeſſed what he knew of that 
ed pretended Conſpiracy to the King, and had ob- 
ar tain'd His Majeſty's Pardon for it, that yet 
e during the Lite of that Prince, and after Rum- 
ny /cy's diſcovery of the Conſpiracy, Mr, Corni/h 
ed ſhou'd never be call'd in queſtion, but on the 
in contrary accepted by his ſaid Majeſty as Sheriff, 
ys. and be after wards made Alderman of London. 
he Mr. Numſey's Apology for this, that he con- 
he ccal'd Mr. Corniſh's Concern in the Plot meerly 
out of Compaſſion to him, will ſcarcely go 
down with Thinking Men, when they conſider 
that he was Evidence againſt the Lord Raſſel, 
who, as he well deſerv'd it, had the Compaſ- 
ſion of the whole Nation, except thoſe of the 
Popiſh and Arbitrary Faction, and was much 
more capable of rewarding Collonel Ramſey for 
ſuch an act of Compaſſion than Alderman Cor- 
»i/b ; fo that the natural Reflection to be made 
upon this is, that the Court having once enga- 
ged Rumſey in the Drudgery of Swearing, they 
found him a proper Tool to ſwear againſt 
whom they wou'd when they faw occafion, and 
therefore kept him in reſerve for that very end. 
g To ſet this Matter yet in a clearer Light, 
hat I we ſhall give part of ſome Informations taken 
ns upon Oath before a Committee of the Houſe 
im of Lords, appointed to inſpect who were the 
02 Adviſers and Proſecutors of the Lord Ruſſel, 
Collonel Sidney, Sir Thomas Armſtrong, Mr. 

" watt .. Corniſh, 


1 
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Corniſh, and others; and who were Adviſers of 
iſſuing Quo Warranto's againſt Corporations ; 
and who were Aſſerters of the Diſpenſing Pow- 
er; Whereof a Report was made by the Earl of 
Stamford the 2oth of December 1689. 

Mr. Normanſel and Mr. Trotman, the Secon- 
daries, depoſed, That Sir Benjamin Thorowgood 
return'd the Jury upon Alderman Corniſh ; and 
Mr. Tretman added, that Graham and Burton 
were the Proſecutors of that Alderman. 

Sir Benjamin Thorowgood being examin'd, 
ſaid that he was Sheriff at the time when Mr. 
Corniſh ſuffer d; that the two Secondaries 
brought him the Books; that he knows not 
out of how many Wards the Jury was return- 
ed, but he thinks out of moſt of them, and 
he believes it to be the Cuſtom to return the 
Juries ſo. : 

'Tis fit to obſerve here, that the Secondarics 
who knew it better, ſwore the direct contrary, 
wiz, that Juries had uſually been return'd by 
the Secondaries, and taken out of two, three, 
or four Wards. 

Mr. Henry Corniſh being examin'd, depos d, 
That his Father was kept cloſe from his Com- 
mitment to the day of his Tryal, and Captain 
Richardſon wou'd admit none of his Friends 
to come to him. | 

That he went to Mr. Normanſel the Secon 
dary for a Copy of the Pannel, and either he 
or his Clerk told him, that Burton and e, 
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had it ; and when he came again to them in 
the Evening for it, one of them told him they 
had Orders from above not to let him have it. 
We ſhall in the next place give the Names 
of the Grand Jury at the Seſſions, the 14th of 
October 1685, when the Conſpirators had re- 
ſolvd to murder Alderman Corniſh and Mrs. 

Gaunt. 


Percival Gilberne, Robert Blackmore; 


Bart. Ferriman. . Joſepb Caien. 
' Tho. Blackmore. Milliam Withers Junior. 
$ Tho. Simmonds. Tho. Deacon. 
t William Watton. Richard Brown. 
I The. Barneſly. Tho. Mills. 
d Jobn Green, John Bernard. 
1 Tho. Amy. William Fownes. 
Foſeph Bags. John Luker, 


John Reynolds. 


The Pannel of Jurors for the Tryal of Aldet- 
man Corniſh, in October 1685, out of moſt 
of the Wards of the City, by the Care of 
Sir Benjamin Thorowgood, 


Sir William Ruſſel Sir John Clark 

Sir Mich. Hicks Sir Tho. Vernon ; 

Sir John Matthews Sir Edward Boveree N 

Sir William Dodſon Richard Alie Eſq; : 

Sir Tho. Grifith Ralph Box Eſq; 5 

Sir Edmund Wiſeman Tho, wy Eſq; 
2 6 
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Tho. Fowle Fames Woods 
Arthur Baron Thomas Pendleton 
Benjamin Skutt Samuel Hinton 
Thomas Rawlinfon Nicholas Smith 
John Shorte Senior James Smith 
Tho. Goddard Tho. Pe ircehouſe 
William Gore Jotn Grice 
John Kent 1 homas Oneby 
Edward Grifith Eſq; Richard Cotton 
William Withers Sen. Richard Hoare | 
ohn Midg ly Roger Reeves | 
ohn Carpenter 5Milliam Crouch 
Francis Chamberlain John Fefter 
Peter Joy * © The. Sergeant 
Thomas Langham James Richardſon 
George Torriano William Cloudſly 
Aeury Loads Richard Holford 
Robert Bedding field Tho. Crane : 
Ambroſe Iſtead Lewis Wilſon | 
William Butler Henry Mood | l 
Kenelm Smith William Tigh | 
Ralph Lee John Pelling | 
William Moyer Gervis Wilcox 
Robert Scot Facob Sheldracke ( 
William Warn George Peck * 
Thomas Shorte Francis Breerewood © t 
Jermingham Chaplin William Longmore || * 
John Jenew John Price | n 
James Pickering William Fitzacherly { 
James Smith. Willian Faſhion © : 
Thomas Lofeild Walter Acton 


Stephen 
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Stephen Coleman Job Perrot 


Robert Clavel Tho. Aſhby 
William Long Samuel Skinner 
Jobo W-lis + William Rouſe 
Maurice Moſely Noel Baſano 

John Cott Paul Sherman 

The. Lardner John Walkly 

James Keike William FHumfreys- 


Note, That thoſe whoſe Names are in a dif- 
feren: Character from the reſt, were of the Pet- 
ty Jury; and that William Cloudſly of Fiſpſtreet, 
one of them, as 1t was then generally and cre- 
dioly reported, was kill d about three years af- 
ter by the fall of a piece of Wood, call'd the 
Corniſh of a Houſe, upon blowing up ſome Houſes 
at + Fire at Pauls Wharf; and Ambroſe Iſted,ano- 
ther ot 'em, las fince that time ſhot himſelf. 

Mr. Corxiſh, upon the fourth day after his 
Tryal, being the 23d. of Oftober, was executed 
in Cheapſide, and his Head fix d upon Guild- 
ml to terrify all Citizens from aſſerting their 

ighte. 

It was remarkab'e, that tho the Day was 
clear when the Alderman was turn'd off, ſoon 
after the Sky was cover'd with Clouds; and 
tho' unuſual at that Seaſon of the Year, there 
was a dreadful Tempeſt of Thunder and Light- 
ning, which did 'much damage : This was 
look d upon by all but the Faction, to be a 
Declaration of the Anger of God againſt the 
barbarous murder, under ſhadow of Law, of 

FE er C 3 ſuch 
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ſueh a good Chriſtian, excellent Magiſtrate, and 
Noble Patriot. 

Having made frequent mention of the pre- 
tended Guild Hall Riot, when the Citizens 
came there on the 24 of June 1682, to elect 
their Sheriffs; it is proper here to give ſome 
Account of it, becauſe it laid the Found tion 
of the deplorable Fate of Alderman Corniſb. 

The Conſpirators being delivered from the 
danger of Par/;zaments, which were become the 
ſubject of the Court's abhorrence; there was 
nothing wanting to further their Deſigns, but 
to have Juries, as well as they had Judges, at 
their own Nomination and Devotion. To 
this end it was neceſſary to have Sheriffs for 
their Purpoſe : In order to this, they prevail'd 
with Sir John More, then Lord Mayor, to in- 
ſiſt on a pretended Prerogative to elect one of 
the Sherißfg, and accordingly they pitched upon 
Mr. North, Brother to the Lord Chief-Juſtice of 
that Name, who- readily accepted the Office ; 
and before the Day of Election was come, a 
thing- never known before, he ſeals a Bond to 
the Court of Aldermen to hold Shersf, and ac- 
cordingly it was put in the Gazette, that the 
Lord Mayor had elected him. 

When Midſummer- diy came, the Mayor in- 
ſifted to have Mr. North admitted: one of the 
Sheriffs and the Faction put up Mr. Box to be 
joyn'd with him, but the Citizens withſtood 
this Utfurpation, and proceeded to elect 5 

een ea 
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according to their undoubted Right; and the 


majority upon view was declared for Mr. Pa- 
pillon and Mr. Dubois, two Perſons of great 


Worth Upon this, the Conſpirators deman- 
ded a Poll, in order to gain time, for prevent- 


ing this Hlection : The Poll was granted, and 
the Votes appearing two to one againſt the Con- 
ſpirators, the Lord Mayor came with a Rabble 
in a tumultuous manner, to interrupt the Poll, 
and adjourn the Court. The then Sheriffs, Mr. 
Pilkington and Mr. Shute, knowing the manage- 
ment 8 che Election to belong to them, they 
conti ued the Poll for ſome time longer, not- 


wit ſtanding the Lord Mayor's Adjournment, 


and then adjourned it themſelves to the Tueſday 
following. 

This the Conſpirators called a Riot, and by 
Order of Council, the Serif were ſent to 
the Tower z from whence they were delivered 
by Habeas Corpus, and perſiſting to aſſert their 
own and the Citizens Right, they declared Mr. 
Papillon and Mr. Du bois to be Elected. 

Then a new Poll was propos d and conſent- 
ed to, by which it appear d that Mr. North had 
only 150 Voices, Mr. Box had 1353, and Mr. 
Papillon and Mr. Da-bois upwards of 2706. Upon 
which they were a ſecond time declar'd Sheriffs. 

Upon this ſeveral Eminent Citizens attended 
the Lord Mayor and Aldermen, and deman- 
ded in their own Name; and on behalf of the 
reſt q the Citizens, that Mr. Papillon and Mr. 

C 4 Du bois 


( 4.) 
Du: bois ſhould be ſummoned by Proclamation, 
to appear and ſeal Bonds, according to Cuſtom, 
to. hold the Office of Sheriffs z and at the ſame 
time they entered a Gaveat againſt admitting 
Mr. North and Mr. Box. 
But the Lord Mayor, by Advice of the 
Court, declared Mr. Worth and Mr Box Sheriffs, 
and ſo committed a Rape uponthe Right of the 
Citizens to elect them, but Mr. Box declined 
it ; whereupon a Common. Hall was called, and 
Mr. Rich was pitch d on, tho' there was ten to 
one againſt him; the Common Serjeant, who 
was one of the Conſpirators, reported to the 
Lord Mayor, that Mr. Rich was Elected; and 
then he was declared Mr. Morth's Partner. 
Upon the Day for Swearing the new She- 
riffs a great Body of Citizens went to Guildhall 
to preſent Mr. Papillon and Mr. Dubois, but 
were kept out by Soldiers, who ſtood in their 
Arms in the Hall; and thus Worth and Rich 
were made Sheriffs by Military Force. 
The Sheriffs being thus ſettled, and the 
Court by that means being aſſured of, Juries 
for their purpoſe, they vigorouſly proſecuted 
the Quo 'Varranto againſt the City Charter, and 
an Intormation againſt the Citizens, who 
ſtood for their Rights, guilty of a Kit. To 
a is end Mr, Sanders, who was Couneil againſt 
the City upon the uo Warranto, and the Ad- 
viſer to all thoſe irregular i roceedingsg was 


made Lord, Chicf F aud told by the 
| A Lord- 


DC . ²˙- PR rw oY YE. WR T * FF www a3 3H 


<< *, Þ-4 


— AK 


. 
„% mm SBRTY SF Y F Jo” A 4a  #ic 


Sir George Fefferies, Sir Francis Winnington, 


50 
Lord- Keeper that the Temper of the orefent 
Age required his Severity in Caſes of Sedition, 
which he ſaid was grown to that height that 
it was ready to break out into open Force. 

Things being: thus prepared, on the 8th of 
May 1683 the Riot was brought to a Trial at 
Guildhall before the new Lord Chief Juſkce, 
upon an Information to this Effect. | 

That on the 24th of June, 1682, a Com- 
mon · Hall was ſummoned for electing Sheriffs, 
and that the Lord- Mayor in a lawful manner 
adjourned the Court to the Tueſday follow ing, 
and made Proclamation for all Perſons to de- 
part, but the Defendants intending to diſturb. 
the King's Peace did unlawfully meet together, 
and riotouſly aſſault the Lord-Mayor, and that 
after the Adjournment Mr. Pilkzngton and Mr. 
Shute, by colour of their Office as Sheriffs, and 
the reſt of the Defendants, continued the Poll, 
and affirmed to the People that Sir John More 
had no Power to adjourn them, and that they 


continued this great 1umult three Hours, to 


the Terror of the King's Subjects, and againſt 
the Peace. 


Ihe Proſecution of this. Information was 
manag'd.hy 

The King's Attorney-Gen. And defended by 
Sollicitor-General, Mr. Wallap, 


Mr, Doiben, | Mr. Williams, 
Mr. Zones, — Mr. Thompſon, 


en 
(42) 
Mr. Molloy, Mr. Holt, now Lord || * 

Chief Juſtice, 
Mr. Sommers, now 


Lord Sommers, 
| Mr. Fele. 0 


Mr. Sommers and Mr. Thompſon upon calling 
the Jury offered a Challenge of the Array, 
and preſs'd to have it read, upon which Sir 
George Jeffries call d it a Iale of a Tub, but 
Mr. Thompſon perſiſted , urging that Sheriff 
North was intereſted in the Matter, and- if 
Sir 7ohn More had not Authority to adjourn 
the Poll Mr. North was not duly choſen Sheriff, 
and therefore ought not to return a Jury, ſince 
his very Title to the Office was in queſtion. 
This Point was further preſs'd by the reſt of 

the Council for the Defendants, but it was 
over-rul'd by the Lord Chief Juſtice. Then 
Mr. Thompſon pray d the Benefit of a Bill of 
Exception, which was alſo over ral'd, and the 
Jury return'd, by thoſe illegal Sheriffs; and 
the true Rioters were, , 22 


Sir Benjamin Newland, Henry Waghhaffe, 


Sir John Mathews, Bart hol. Ferryman, 
Sir John Buckworth, Tbomas Blackmore, 
Sir Thomas Griffith, Samuel Newtou, 
Sir Edmund Wiſeman, William Watton, 


Percival Gilbarn, George Fillars. 
| Then 


6430 
Then they proceeded to the Tryal, where: 


n the Managers of the Information behavd 
emſelves like true Court Tools, and they 


ad Evidence at hand to Swear, that ſuch 
xords were ſaid againſt the Government, as 
one of all the Numerous Multitude but 
hemſelves did hear, and that ſuch things 
naſs'd as no body elſe but themſelves did fee, 
ind to be ſure Alderman Corniſh was not for- 
pot, for one : Higgins Swore againſt him, that 
e heard him ſay to the Sheriffs that were do- 
ing right, and ſhould have all right done them, 
Many ridiculous things were alledg'd. by the 
Evidence for the King, which carried their 
own Confutation along with them, and tho it 
did not appear that any of the Defendants had 
been guilty of the leaſt diforder, and notwith- 
ſtanding all that their Council could urge on 
their behalfs in point of Law, and how the 
ſingle Queſtion was, whether the Sherriffs did 
more than their Office, as it was prov'd they 
Idid not by ſeveral unexceptionable Preſidents, 
Yyet the corrupt Bench and the pack d Jury, 
being reſolved to find them guilty, the De- 
fendants was fined as follows : Mr. Pilkington, 
then a Priſoner upon Execution for 100000 
Pound, given by a Hartford ſhire Jury, for 
words about the Duke of York, in 500 Pound. 


4 
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| Marky. 

Mr. Shute. 1000 

Lord Gray. | 1000 

', Alderman Corniſb. | loco 

Sir Thomas Player. 500 
Mr. Bethel. | 1000 ine 
Mr Jens. 5 8 300 Pe 
Mr. Deagle. | 400 Ina 
Mr Freeman. 300 tir 
Mr. Key 1c |, 
Mr. 22 100 Na, 
- Swinnoc . |  5oo D 
Mr. Jeb. 200 }th 
Mr. Goodenough. | 500 W 


It was obſervable, that the Witneſſes form 
Sir John More, were the moſt ſplenetick, vio-ſce 
lent, and imbittered Tories in the whole 
City, and that upon the I ryal it did not ap- 
pear which Party it was that made the Noiſe 
and Tumult complained of, but the Court was 
reſolved that the above mentioned Perſons 
ſhould pay for all. ö 

We muſt alſo take notice, that when the 
day for Swearing the Sheriffs as before men- 
tion'd was come, the Aldermen were Sum- 
mon d to Guild. Hall by the Lord -· Mayor; jet 
fix of them when they came, viz. Sir John 
Laurence, Sir. Robert Clayton, Sir Patience 
Ward, Sir Thomas Goold, Sir John Shorter, and 
Alderman Corniſb, were turned out by Military 

F orce; and Col. Quiney who n the 
| oldiers 


( 45 ) 


Soldiers in the Hall, when they told him they 


rere Magiſtrates and Summoned to be there, 


aid to them he knew them, and that they 
muſt withdraw, he was Commanded to re- 


quire it. When they demanded his Warrant, 
e told them he would ſhew none to ſuch 
Perſons as they were, and then put violent 
hands to them, ſo that they were obliged to re- 
tire; and in this he was aſſiſted by Mr. Mi. 
thers, Mr. Wiſeman, Nicholas Steverton, &c. 
And in like manner Mr. Papillon, and Mr. 
Dubois were ordered to withdraw and keep 
the Peace and be gone. Upon which they 
withdrew, and with the fix Aldermen above 


ory mentioned proteſted againſt thoſe Irregular Pro- 
o-Jceedings. | 

ll 

p- The Perſons who order'd Collonel Quiney, 
fe and the Forces, to keep thoſe Aldermen 
as out of the Hall, were, 

ns Sir John Moore Lt. Col. Stephenton 


Sir George Waterman Thomas Cowden 


Sir Fames Edwards Ed. Beaker 

Sit William Pritchard Fobn Wallis 

Sir Henry Tulſe 75 Nichols 

Sir Fames Smith VVilliam Parker 
Sir John Peak Henry Loads 

Sir John Chapman Peter Aytworth 
Sir Simon Lotois Foßhn Short 

Sir ohn Mathies Richard Aily 

Sir Benjamin Newland Ben. Skutto 

Sir William Dadſon Humphrey Stroud 
Sir John Buckworth William Carpenter 


Becauſs 
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Becauſe we are willing to join with the Pub 
liſhers of Mr. Corniſb's Tryal, to ſet Men a 
Things in a clear light, we ſhall ſubjoin 3 
Account of ſome more of thoſe honeſt Jurief 
that the Citizens may know which of the 
are proper to be choſen Parliament-Men u 
on Occaſion. And firſt, 


The Grand Fury return'd upon my Lord Ruſſel 
Richard Alie Eſq, John Debnam 


Peter Parivicini Percival Gilborn 
Ben. Skutt Henry Wood 
Philip Herman 2 Cooper 
Ben. Thorowgood amuel Newton 
William Longmore Henry Wagftaffe 
John Price | Thomas Blackmore 


Francis Brerwood Thomas Larner 
Wilham Withers Senior John Potts 
William Lovel 


All theſe were ſworn. 


Others return'd and not ſworn were, 


Leonard Bates Spencer Fobnſon 


Fobn Femil ames Kelke 
Bart, Ferriman 


John Martin 
William Rouſe 
 Fervas Seaton 
William Faſhions 
Thomas Short 
George Torriano 


Richard White 
Pilliam Lin 
Lawrence Wood 
Adam Andrews 
Emery Arguiſe 


(47) 
The Jurors pick'd for my Lords Tryal were; 


William Butler 
Fames Pickering 
Thomas Feve 
Hugh Noden 
Robert Brough 
Tho. Oneby 


This Jury was pick'd out of 18 or 19 Wards 
by the Sheriffs Rich and North, who were put 
into their Office by Military force. 

Collonel — s Jury were, 


John Aunger Carpenter Jaſiab Clark 


George Glitby 
Nic. Baxter Horſe rider 
William Reves 


Vill. Grove Cheeſemonger 
John Bart | 
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